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TO ALL NATO CAPITALS PRIORITY 

UNCLAS STATE 125651 

E. O. 11652: N/A 
TAGS: SENV, NATO 

SUBJECT: CCMS: SOLAR ENERGY PROJECT 
REFS: (A) STATE 121961 ( B) STATE 118031 

1 . WITH REFERENCE TO SOLAR ENERGY MEETING SCHEDULED JULY 1 1 AT 
NATO HEADQUARTERS, THERE EOLLOW PROPOSED AGENDA EOR MEETING AND 
DRAET CCMS SOLAR ENERGY PROJECT OUTLINE. REQUEST EMBASSIES 
UNCLASSIEIED 
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DELIVER DOCUMENTS TO APPROPRIATE OEEICIALS HOST GOVERNMENTS 
UPON RECEIPT. REQUEST USNATO CIRCULATE DOCUMENTS TO ALL 
ALLIED DELEGATIONS. 

2. AGENDA CCMS SOLAR ENERGY PILOT STUDY MEETING NATO HEAD- 
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QUARTERS, BRUSSELS, BELGIUM, JULY 11,1973. 

A. 9:30 A. M. MEETING OPENED BY CHAIRMAN ( MR. RICHARD GREEN, 

NSF). 

B. INTRODUCTORY REMARKS ON CCMS AND THE OBJECTIVE OE THE MEETING. 
EOR USNATO: WE SUGGEST THAT MISSION APPROACH GUNNAR RANDERS 

TO SEE IE HE WOULD BE WILLING TO MAKE INTRODUCTORY STATEMENT 
ON CCMS. IE HE IS NOT AVAILABLE, U. S. ( HODSOLL) WILL PROBABLY 
MAKE THIS STATEMENT. 

C. GENERAL REMARKS ON U. S. SOLAR ENERGY PROGRAM - ITS ORGAN- 
IZATIONS AND GOALS ( DR. ALERED EGGERS). 

D. PRESENTATION ON U.S. SOLAR ENERGY PROGRAM ( DR. LLOYD HERWIG). 

E. PRESENTATION ON U. S. PROGRAMS WITH RESPECT TO SOLAR HEATING 
AND COOLING OE BUILDINGS ( MR. RAYMOND FIELDS). 

E. PRESENTATIONS BY OTHER NATIONAL DELEGATIONS ON THEIR SOLAR 
ENERGY PROGRAMS WITH SPECIEIC REEERENCE TO EXPERIMENTS AND DEMON- 
STRATIONS OF SOLAR HEATING AND COOLING SYSTEMS EOR BUILDINGS. 

EYE WE WOULD HOPE ALL PARTICIPANTS WOULD COME PREPARED TO MAKE 
THESE PRESENTATIONS END EYI. 

G. LUNCHEON 1:00 PM TO 2:30 PM 

EOR USNATO: REQUEST MISSION SET UP DUTCH TREAT LUNCH, PROBABLY 
AT NATO HEADQUARTERS, WHERE ALL PARTICIPANTS CAN LUNCH TOGETHER. 

H. AETERNOON SESSION DISCUSSION OE AND AGREEMENT ON CCMS PRO- 
JECT OUTLINE. 

3. THERE EOLLOWS THE TEXT OE THE U. S. PROPOSED DRAET PROJECT 
OUTLINE FOR A CCMS SOLAR ENERGY PROJECT. 

BEGIN TEXT: 

CCMS SOLAR ENERGY PROJECT 

SCOPE: TO DEVELOP DEMONSTRATIONS OF SOLAR BUILDING SYSTEMS 
WHICH WOULD PROVIDE SPACE HEATING AND COOLING AND WATER HEATING, 
AND TO ARRIVE AT CONCLUSIONS AS TO WHICH SOLAR SYSTEMS IN THESE 
RESPECTS MIGHT BE MOST COST EEEECTIVE AND UNDER WHAT CONDITIONS. 
UPON CONCLUSION OP THE PROJECT, A REPORT WOULD BE PREPARED MAKING 
RECOMMENDATIONS TO GOVERNMENTS. THE ULTIMATE OBJECTIVE IS TO 
ASSIST IN ENCOURAGING THE USE OP COST EPFECTIVE AND PRACTICAL 
SOLAR HEATING, COOLING AND HOT WATER SYSTEMS IN RESIDENTIAL AND 
COMMERCIAL BUILDINGS. 

OUTLINE OP PROJECT: 

UNCLASSIPIED 
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PHASE 1 

I. PUBLICATION OF CCMS DOCUMENT) S) WHICH WOULD: 

( A) DESCRIBE AND GENERALLY DELINEATE IN ACCORDANCE WITH A PORMAT 
TO BE AGREED PERPORMANCE CHARACTERISTICS OP EXISTING SOLAR 
BUILDING HEATING, COOLING AND HOT WATER EXPERIMENTS. 

( B) DESCRIBE NATIONAL SOLAR ENERGY PROGRAMS IN THE HEATING AND 
COOLING OP BUILDINGS ( INCLUDING HOT WATER SYSTEMS). 

( C) SET OUT AN INDUSTRY SOURCE LIST. 

( D) SET OUT AN INVENTORY OP SOLAR ENERGY RESEARCH DIRECTED 
AT HEATING AND COOLING BUILDINGS ( INCLUDING HOT WATER SYSTEMS). 

2. TIMING 

AT JULY 1973 INITIAL MEETING: U.S. CIRCULATES DRAET PORMAT FOR 
DESCRIBING AND DELINEATING PERPORMANCE CHARACTERISTICS OP 
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EXISTING SOLAR ENERGY BUILDING HEATING AND COOLING SYSTEM 
EXPERIMENTS. AGREEMENT IS SOUGHT ON OVERALL PHASED PROIECT 
OUTLINE AND DRAFT EORMAT. 

- OCTOBER 1973: SUBMISSION OF AGREED OVERALL PHASED PROJECT 
OUTLINE TO CCMS PLENARY IN BRUSSELS. 

- NOVEMBER 1973: SILENT CONSENT EOR PARTICIPATION OE NON- NATO 
OBSERVERS. 

- BY JULY 1974: SUBMISSION TO U. S., AS PILOT COUNTRY, OP DES- 
CRIPTION AND DELINEATION OP PERPORMANCE CHARACTERISTICS OF 
EXISTING SOLAR BUILDING HEATING, COOLING AND HOT WATER EXPERI- 
MENTS, DESCRIPTIONS OF NATIONAL SOLAR BUILDING HEATING AND 
COOLING PROGRAMS, INDUSTRY SOURCE LISTS AND INVENTORIES OP SOLAR 
ENERGY RESEARCH DIRECTED AT THE HEATING AND COOLING OP BUILDINGS. 
PHASE 2 

1 . EXCHANGE OP INPORMATION WITH RESPECT TO THE TESTING OP 
SOLAR HEATING AND COOLING AND HOT WATER SYBSYSTEMS ( INCLUDING 
DEMONSTRATIONS AND EVALUATIONS OP THESE SUBSYSTEMS) IN ACCORDANCE 
WITH A FORMAL MEMORANDUM OP UNDERSTANDING BETWEEN NSF AND THE 
APPROPRIATE AGENCIES OF THE OTHER PARTICIPATING GOVERNMENTS. 

( N. B. THE MOU WOULD PARALLEL EARLIER CCMS AGREEMENTS ON EXPERI- 
MENTAL SAPETY VEHICLES AND LOW- POLLUTION POWER SYSTEMS.) 

2. TIMING 

- BY JULY 1974: INTERNATIONAL MEETING IN EUROPE TO AGREE ON 
MEMORANDUM OP UNDERSTANDING. MEETING COULD BE POLLOWED BY 
TOUR OP EUROPEAN EXPERIMENTS DESCRIBED ABOVE. ( N. B. MOU WOULD 
BE CIRCULATED WELL IN ADVANCE SO THAT COUNTRIES COULD COME TO 
THE MEETING PREPARED TO NEGOTIATE PINAL AGREEMENT. MOU WOULD 
ALSO MAKE PROVISION EOR PHASE 3 EXCHANGE AND DEMONSTRATIONS OP 
UNCLASSIPIED 
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SOLAR BUILDING HEATING AND COOLING SYSTEMS.) 

- POLLO WING JULY 1974: CONTINUING EXCHANGE WHICH COULD INCLUDE: 

- EXCHANGE OP REPORTS 

- MEETINGS 

- MAJOR CONPERENCES 

- ANNUAL REPORTS ON THE EXCHANGE WOULD BE MADE TO CCMS IN 
OCTOBER. AT THE POINT WHERE THE EXCHANGE WAS NO LONGER CONSI- 
DERED USEPUL, IT WOULD BE TERMINATED. 

PHASE 3 

1 . EXCHANGE OP INPORMATION WITH RESPECT TO SOLAR HEATING, 

COOLING AND HOT WATER SYSTEMS INCORPORATED AS A WHOLE INTO 
BUILDINGS ( INCLUDING DEMONSTRATIONS OP SUCH SYSTEMS). THIS 
EXCHANGE WOULD BE THE CAPSTONE OF THE PROJECT, AND HAVE AS ITS 
OBJECT DEMONSTRATION TO THE GOVERNMENT AND PRIVATE SECTORS OP 
THE COUNTRIES CONCERNED THE FEASIBILITY AND DESIRABILITY OP 
ENCOURAGING WIDESPREAD RESIDENTIAL AND COMMERCIAL USE OP SUCH 
SOLAR SYSTEMS. ( MOU MENTIONED ABOVE WOULD INCORPORATE PHASE 3 
EXCHANGE.) 

2. TIMING 

- NO LATER THAN MID- 1975: BEGIN EXCHANGE USING APPROPRIATE 
MODATITIES. 

- ANNUAL REPORTS WOULD BE MADE TO CCMS IN OCTOBER. AT THE 
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POINT WHERE THE EXCHANGE WAS NO LONGER CONSIDERED USEEUL, IT 
WOULD BE TERMINATED. 

PHASE 4 

1 . PREPARATION OF FINAL REPORT TO CCMS. 

2. TIMING 

- BY MAY 1976: SUBMISSION TO U. S., AS PILOT COUNTRY, OFNON-U. S. 
CONTRIBUTIONS TO FINAL CCMS REPORT. 

- AUGUST 1976: COMPLETION OP PINAL REPORT WHICH WOULD INCLUDE 
RECOMMENDATIONS TO GOVERNMENTS INCLUDING ANY RECOMMENDATIONS 
AS TO FOLLOW- ON ACTIVITY: E. G., A PROIECT IN SOLAR ENERGY 
ELECTRICITY CONVERSION. 

- SEPTEMBER 1976: PUBLICATION OP PINAL REPORT. 

END TEXT. ROGERS 

UNCLASSIPIED 


« END OP DOCUMENT » 
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